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SUBJECT: US CNC CONTROL UNIT TO CZECHOSLOVAKIA-IL 1091 

REF: A) OECD PARIS 853, B) OECD PARIS 678, 

C) COCOM DOC (76) 21 17, D) COCOM DOC (76) 2009 

FOLLOWING IS RESPONSE TO GERMAN QUESTIONS REPORTED IN REFS 
A AND B : 

1) THE PRODUCER IS ALLEN-B RADLEY. 

2) THE MODEL 7360 WAS INTRODUCED ABOUT 1975. 

3) US TECHNICIANS HAVE DETERMINED THAT THE HARDWARE 
DESIGN IS NOT REVERSIBLE SO AS TO PROVIDE MANUFACTURING 
INFORMATION. THEY HAVE RESTRICTED THE SUPPLY OF SOFTWARE 
INFORMATION TO THE LIMITS SPECIFIED BY AEN 3. 
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4) THE UNIT IS TO BE INTERFACED WITH A CZECHOSLOVAK-PRO- 
DUCED LATHE IN ORDER TO EVALUATE ITS COMPATIBILITY WITH THE 
CZECHOSLOVAK EQUIPMENT WITH A VIEW TOWARD POSSIBLE FUTURE 
SALES IN THE WEST. 

5) NO DNC INTERFACE IS BEING PROVIDED. 
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6) THE STORAGE CAPACITY IS LIMITED TO THAT SPECIFIED IN 
AEN 3. 

7) NO FEEDBACK SYSTEM IS BEING PROVIDED. 

8) SOFTWARE IS LIMITED TO THE CONDITIONS OF AEN 3, E.G., 

INITIAL PROGRAMS AND DIAGNOSTICS. 

9) A MORE SPECIFIC IDENTIFICATION OF THE TYPE OF DIAGRAM 
IS NEEDED - BLOCK? SCHEMATIC? 

10) THE PLURAL "MACHINE TOOLS" IS IN ERROR. ONLY A LATHE 
IS INVOLVED FOR THE COMPATIBILITY TEST. 

11) THE UNIT IS TO BE RETURNED TO THE US COMPANY UNDER 
COMMERCIAL AGREEMENT AT THE END OF TESTING. 

WHILE NOTING THE GERMAN DEL'S COMMENTS CONCERNING THE 
PRIOR NORWEGIAN CASE, US TECHNICAL EXPERTS STATE THAT THE 
APPARENT PARALLELS ARE OFFSET BY THE FACT THAT THE SUBJECT 
CONTROL UNIT, UNLIKE THE NORWEGIAN MODEL, IS LIMITED TO 
ONLY TWO AXES OF MOTION AND IS NOT EXPANDABLE BEYOND 
THAT LIMIT. THE NORWEGIAN CONTROL UNIT POSSESSED THE 
CAPABILITY OF 4-AXIS OPERATION AND THEREFORE WAS A GREATER 
STRATEGIC CONCERN. 

VANCE 

CONFIDENTIAL 
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